18337 Hollowtree Lane, Riverside CA 
92504 




Our mission is to provide solutions to the manufacturing 
industry that will help ensure our customer's success. 



Phone:951-780-4233 
Fax:951-780-9925 
email: sales@qreatqaqes.com 



http://www.greatgages.com/ 




We have found that the best way to do this is to offer solutions to our customers that include the highest 
quality precision measuring equipment and software available. In doing so, we are helping our customers 
achieve success with their applications. 



Customer Service 



GreatGages.com's customer service goal is simple: We are committed to providing our customers total 
satisfaction. Every time. Guaranteed. Contact us at sales@greatgages.com or call (951) 780-4233 
anytime. 



Please feel free to drop us a line to share your thoughts on the site, all comments welcomed. 



Store Policies 

• In order to return a product that was incorrectly ordered... 

• The product must be in perfect, same-as-new condition. 

• The product must be returned with the original cases, manufacturer's boxes, and any original product 
documentation. 

• If the product's case was shipped with a cardboard sleeve, the cardboard sleeve MUST be returned, 
undamaged. 



is extremely proud to offer products from the following companies. 
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